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Laboratory Procedures 

' For long term storage, we suggest that 11 -dehydro Thromboxane B 2 (11 -dehydro TXB 2 ) be stored as suppl ied at 
-20°C. It will be stable for at least one yea'. 

11-dehydro TXB 2 is supplied as a solution in methyl acetate. To change the solvent, simply evaporate the methyl 
acetate under a gende stream of nitrogen and immediately add the solvent of choice. Solvents such as ethanol. DMSO, 
and dimethyl formamide purged with an inert gas can be used. The solubility of 11-dehydro TX 'T in these solvents 
is at least 25 mg/ml. 11 -dehydro TXB 2 is stable for at least six months in these so] vents if stored at -20"C. 

Further dilutions of the stock solution into aqueous buffers or isotonic saline should be made prior to performing 
biological experiments. Ensure that the residual amount of organic solvent is insignificant, since organic solvents may 
have physiological effects at low concentrations. If an organic solvent-free solution of 11-dehydro TXB 2 is needed, 
it can he prepared by evaporating the methyl acetate and directly dissolving the neat oil in aqueous buffers. Avoid 
adding ll-dehydro TXB 2 to basic solutions (pH>7.4), since base treatment will cause the hydrolysis of the lactone 
function of ll-dehydro TXB 2 . The solubility of ll-dehydro TXB 2 in PBS (pH 7.2) is at least 100 pg/ml. We do not 
recommend storing the aqueous solution for more than one day. 

TXH, is released in substantial quantities from aggregating platelets and metabolized during circulation to 
11-dehydro TXB 2 and 2,3-dinor TXB 2 , ! ll-dehydro TXB 2 is one of the main plasma metabolites of TXB 2 and can 
be used as a marker for in vivo TXA, synthesis. 1 ^ The mean plasma level of ll-dehydro TXB, in human males is 
0.9-4.3 pg/ml and the half-life is 45-60 minutes. 2 ' 4 
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WARNING: This product is not intended or approved for human or veterinary use. Use of this product for human or 

ANIMAL TESTING IS EXTREMELY HAZARDOUS AND MAY RESULT IN DISEASE, SEVERE INJURY, OR DEATH, 


MATERIAL SAFETY DATA 

This mflieriuJ should be cunsiderEd hazardous until information the contrary becomes available. Du not ingest, swallow, ur inhale. Do nut get in ey es, on skin, or tin clothing. Wash thoroughly 
after handling, Thin informHlion contains iomc, but not alt , of the information required for the safe and proper use of this material. Before use. the user ni U^t review the co-mnl^ ? Muteriul 
Safety Darn Sheet, which lias been sent under sepunite covet to Hie MSD supervisor at your institution 

WARRANTY AND LIMITATION OF REMEDY 

Cayman Chemical Company makes no warranty of any kind, expressed or implied, including, but not limited to. tire warranties of fitness for a particular purpose and merchantability, width 
extends beyond the description of the chemicals on the face hereof except that (he material will meet our specifications at lifetime ofdeiivery. Buyer Yexdusive remedy and Cayman Chemical 
Company's sole liability hereunder shall he limited to refund of the purchase price <tf. or al Cayman Chemical Company's option the replacement of. all mulcfi.il thnl does not meet our 
specifications Cayman Chemical Company shall nol he liable otherwise or for incidental nr consequent ini damages, including, but not limited to. the costs of handling Said rcfiiud or 
rcpiucement is conditioned on Buyer giving written notice to Cayman Chemical Cunipany within Lhiriy (30) days after arrival ur Hie itnflcriiil at ib destination. Failure or Buyer to give said 
notice within said thirty <30) days shnll constitute it waiver by Buyer of all claims hereunder with respect to said materia] Cf^yrighi Cayman Chemical Company, 03/18/2002 


Mailing address 
1180 E. Ellsworth Road 
Ann Arbor, Ml 
48108 USA 

Phone 

(800) 364-9897 
(734) 971-3335 

Fax 

(734) 971-3640 

E-Mall 

cayman @ 
caymanchem.com 

WWW 

wvAv.caymanchem.com 



PM3006738941 


Source: https://www.industrydocuments.ucsf.edu/docs/lhyx0001 




